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1. The orth Korean avy Hospital at ‘onsan has the following organizations 


a lMedical Department 


Chief; Colonel (doctor)* 
Advisers: USSR Medical Corps major.* 


Pharmaceutical Section: Lieutenant colonel (doctor) 


Sanitation Section: 
Supply Sections 


Captain (doctcr) 
Captain (doctor) 


Statistician: Lt, SU Taeegan OE Be hy) 


Chief Examiner: Lt. 0 Yong-chan (2 aK 


Russian Interpreter: Lt. YI Pilerok (wif) 


Administrators First lieutenant, with four 


Trainees ¢ 
mecical sergeants, 


be Ceatrel Tespital 


Chief: &%. Colonel CHO Ki--in (#8 & ae) 


sergeants 


fibout 50 men are in training under ths chief? eraniner es 


wort} 


Ous-Patiemts Section: Major UI Hyo-tok (iH & 4¥8) » Medical. Corpe 


internal Section: Captain PAK Sung=hi Re AB 


Indectrination: Lt. Colonel UUM Pin (i 
training 
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Reception: Captain 

Diet Section: Lieutenant 

Accounts Sections Lieutenant 

Motor Pools First Lieutenant 

Chief Attendant: Tirst lieutenant, with five men 

Medical. Attendants: About 300, including medical éorpemen 
Hospital Guard: One section, numbering abot 0 
Representative of State Security Bureau: Captain 


Cc. ‘Vonsan Base Hospital 
Chief: Lt. Colonel 


Doctors: About seven 
Attendants: About 20 


d. fmergency Uospital at Pukhang (127-26, 39-10) — One doctor, three attendants, 
e,. “edical Unit for each fleet ~- One doctor and four medical corpsmen. 


2. Supplies for the hospital were sent in after the outbreak of the war partly from 
South Korea and partly from the USSR, as follows: 


From the USSR: From South Koreas 
Jandsses Pennie viLlin 
Nedicines (unspecified) Snliadicrine 
Splints Sulfaguanidine 
Stretchers Sulfanilamid 
Tuj<man carriers Sulfathiazole 
Utensils and tools (unspecified, 
Lanns Supplied by the Uorth Yorean Trade 
First aid dressings Bureauzledical supplies (nov specified) 
Bone instruments Gauze 
Bandages 


3. Activities of the hospital from June to September included the following: 


ae On 2] June, half the entire versonnel of the Central Tlospital were sent for 
field training, arriving at Changchon (123-2), 37-6) on 23 June. At the 
beginning of July, the training party moved from Changchon to Kanghung 
(128-5, 37-l) on the east coast, spent about five days dressing wounds of 
about 0 men, and were sent back iS Sokcho (128-36, 38-13), where they re~ 
mained a month, caring for asout hO wounded. 


b. At the beginning of Aurust, they were ordered to the former Vonsan Agricul~ 
tural College. About 00 casualties from the JN air raids on the fleet ou 
17 and 27 August were brought into the college buildings for treatment. 


co. About 20 September, the Centrul Hospital in Wonsar. was ordered to nove north. 
on foot with its entire staff. 


h. The position of the Vonsan Nospital in the Horth Korean llavy medical establic~- 
ment is shown in the following diagram: 
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Nor*h Kurcan Nave Medica) Jcparanen. (heade. by colonel.) 
chinnanpo “larine Hospital 
lospj tal of the Naval Officers Acalemy, Chongjin 
Yujir (129-18, 40-h2) Base Hospitil 
Cainnampo 3ase Hospital 
Navy Central Hospital, vonsan (918 Unit) — Pekh-ag mergency Hospital 
vonsan Base Hospital -~ ‘ledical Jut of 1, 2, 3, is Fleet 
2u9 Division Hospital 


588 Unit lospital 
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